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WATER  QUALITY  EVALUATION  OF  AQUATIC  SYSTEMS-/ 

R.  G.  WILLEY?/ ,  Member  ASCE 

INTRODUCTION 

Environmental  considerations  have  concerned  water  resource  planners  for 
many  years.  In  the  last  10  years,  public  interest  has  caused  significantly 
increased  effort  towards  development  of  numerical  techniques  for  analysis  of 
water  quality  conditions  in  water  resource  systems.  Today,  water  resource 
planners  in  this  country  and  abroad  have  recognized  the  need  to  analyze 
existing  water  quality  conditions  at  a  project  site  and  evaluate  how  those 
conditions  are  expected  to  change  as  proposed  projects  are  imposed  on  the 
existing  environment.  This  type  of  comparison  has  often  been  accomplished 
by  first  examining  observed  water  quality  data  (i.e.,  pre-project  conditions) 
and  then  using  judgment  and  intuition  to  evaluate  the  changes  that  are 
expected  to  occur  under  project  conditions.  In  the  past,  this  approach  has 
generally  provided  planners  with  sufficient  information  for  project  evaluation. 
However,  in  more  recent  years,  mary  planners  have  encountered  opposition  to 
the  subjectivity  of  their  evaluation  of  changes  expected  to  occur  under  project 
conditions.  Also,  many  planners  have  experienced  the  need  to  evaluate  more 
v/ater  quality  parameters  than  were  evaluated  in  past  studies.  Many  important 
water  quality  parameters  have  significant  interrelationships  which  defy 

1 /  Dresented  at  the  American  Society  of  Civil  Engineers  National  Conference, 

New  Orleans,  Louisiana,  April  14-18,  1975. 

2 /  Research  Hydraulic  Engineer,  The  Hydrologic  Engineering  Center,  U.S.  Army 
Corps  of  Engineers,  Davis,  California  95616. 


evaluation  by  an  intuitive  process.  Because  of  the  need  for  a  rrore  comprehen¬ 
sive  analysis  and  the  need  for  less  subjectivity,  a  number  of  mathematical 
computer  program  models  have  been  recently  developed  and  applied  to  numerous 
environmental  conditions  with  varying  degrees  of  success  [1-18]. 

MODEL  DEVELOPMENT 

Introduction.  Most  of  the  Individuals  and  groups  developing  water 
quality  computer  programs  during  the  last  few  years  have  recognized  their 
efforts  as  being  only  a  first  step  in  an  evolutionary  development  of  their 
respective  models.  For  the  evolution  of  comprehensive  state-of-the-art  models 
capable  of  analysis  of  water  quality  conditions  in  various  types  of  water 
systems  under  various  physical,  hydrological,  meteorological  and  hydraulic 
characteristics,  these  models  must  be  continuously  applied  and  modified. 

Several  example  applications  of  two  water  quality  models  will  be  dis¬ 
cussed  with  an  attempt  to  provide  background  into  the  development  of  a  com¬ 
prehensive  model  capable  of  evaluating  the  water  quality  conditions  in  any 
river- reservoir  system. 

Trinity  River  Study.  In  mid-year  1972,  there  was  an  immediate  need  for 
a  water  quality  evaluation  of  existing  and  proposed  project  conditions  on  the 
Trinity  River  in  Texas.  This  study  involved  analysis  of  both  existing  and 
proposed  reservoirs,  and  analysis  of  existing  and  modified  stream  channel 
conditions.  While  several  river  or  reservoir  water  quality  models  were 
available,  the  Ecologic  Simulation  model  for  deep  impoundments  [19]  that  was 
developed  by  Drs.  Chen  and  Orlob  was  selected.  The  selection  of  this  model  was 
based  on  technical  critiques  [20,  21,  22]  and  personal  discussions  with  several 
research  investigators  in  this  field  and  based  on  a  number  of  other  considerations. 
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It  Is  the  opinion  of  the  author  and  others  [23,  24]  that  the  Chen-Orlob  reservoir 
ecologic  model  was  and  still  is  the  most  comprehensive  single  program 
available  for  analysis  of  reservoir  water  quality.  Examples  of  its  compre¬ 
hensiveness  are  shown  in  figure  1  and  table  1.  The  selection  decision  also 
included  knowledge  of  the  availability  of  an  unreleased  river  ecologic  model 
developed  by  Mr.  William  Norton  of  Water  Resources  Engineers,  Inc.,  which 
was  already  somewhat  compatible  with  the  Chen-Orlob  reservoir  ecologic  model. 

Dr.  Orlob's  firm,  at  that  time  Water  Resources  Engineers,  was  contracted 
to  connect  the  two  existing  models  into  one  model  capable  of  analysis  of  any  river 
and  reservoir  system,  and  to  calibrate  and  apply  the  resultant  model  to  the 
Trinity  River  System  [25].  An  example  of  a  typical  type  of  system  that  can 
be  analyzed  is  shown  in  figure  2. 

During  the  interval  when  the  Trinity  River  study  was  in  progress  and 
recently  thereafter,  several  other  investigators  have  obtained  and  used  various 
versions  of  the  Chen-Orlob  reservoir  ecologic  model  or  the  Norton  river 
ecologic  model. 

Tocks  Island  Lake  Study.  The  first  such  study  involved  a  comparison 
of  existing  and  project  conditions  at  the  proposed  Tocks  Island  Lake  [1] 
on  the  Delaware  River.  The  proposed  impoundment  is  37  miles  long  and  155 
feet  deep  at  the  dam.  In  this  study,  the  original  version  of  the  reservoir 
model,  with  minor  changes,  was  used  for  the  analysis.  Very  little  data 
existed  for  input  and  most  of  the  required  data  was  generated  based  on  judg¬ 
ment.  No  calibration  data  existed  for  the  region  and  the  required  system 
coefficients  were  derived  from  the  literature  [22],  The  model  input  was  changed 
to  accept  previously  computed  reservoir  temperature  profiles,  using  the  water 
quality  model  in  conjunction  with  an  existing  reservoir  temperature  model. 


A  Aeration 
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Figure  1 
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The  contractor's  results  included  a  sensitivity  analysis  of  the  model's 


predictive  capability  for  evaluation  of  the  resultant  environmental  impact 
under  conditions  due  to  several  project  alternatives. 

Lake  Koocanusa  Study.  Next  the  Lake  Koocanusa  (Libby  Dam)  study  [2] 
began  with  the  original  version  of  the  reservoir  ecologic  model,  but  major 
modifications  were  made  to  allow  for  evaluation  of  the  best  level  for  making 
reservoir  releases  when  using  the  specific  multilevel  intake  withdrawal 
design  planned  for  Libby  Dam.  The  best  level  for  the  reservoir  release  is 
defined  as  the  withdrawal  level  which  comes  closest  to  meeting  prespecified 
temperature  and  dissolved  oxygen  targets.  Other  modifications  made  to  this 
model  included  calculating  water  density  as  a  function  of  total  dissolved 
solids  and  suspended  sediment  as  well  as  temperature.  Capability  to  estimate 
ice  cover  on  the  reservoir  surface  was  required  since  the  dam  is  located 
in  the  northern  part  of  Montana.  The  project  impounds  a  100-mile  long 
reservoir  with  a  depth  of  360  feet  at  the  dam. 

Because  the  study  contract  period  overlapped  the  construction  period, 
some  data  was  obtained  in  the  impoundment  and  was  eventually  used  to  test 
the  contractor's  judgment  on  calibration  of  the  model.  The  data  was  also  used 
for  the  eventual  modification  of  the  system  coefficients.  Input  data  on  the 
tributaries  to  the  reservoir  was  as  good  as  can  be  expected  on  the  average 
study. 

The  model  was  used  to  simulate  various  reservoir  intake  operational 
alternatives  and  constraints  on  inflow  quality  in  order  to  evaluate  the 
anticipated  water  quality  condition  in  the  reservoir  and  in  the  discharge. 

Boise  River  Study.  The  Boise  River  near  Boise,  Idaho  was  studied  [3] 
using  a  significantly  modified  version  of  the  original  river  ecologic  model. 
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Several  water  quality  parameters  (e.g.,  benthic  algae,  suspended  sediment, 
aquatic  insects,  and  toxicity)  not  included  in  the  original  model  were  added 
for  this  application  and  the  model  structure  was  modified  to  analyze  a 
single-pass  segmented  branching  system  in  contrast  to  linking  each  branch 
analyzed  through  tape  or  disk  interface.  This  version  uses  an  explicit 
finite  difference  solution  technique. 

Results  of  this  modeling  effort  were  used  to  evaluate  waste  load 
allocations  for  local  communities.  Other  anticipated  uses  include  studying 
the  water  quality  impact  on  the  receiving  water  when  changes  in  urban 
storm  drainage,  agricultural  return  flows,  and  upstream  reservoir  releases 
are  considered. 

Lincoln  Lake  Study.  After  several  minor  modifications  were  made,  the 
original  version  of  the  reservoir  model  was  used  to  study  another  proposed 
impoundment,  Lincoln  Lake  in  Illinois  [4].  Lincoln  Lake,  only  90  feet  deep, 
is  one  of  the  shallowest  impoundments  studied  with  this  model.  The  modifica¬ 
tions  included  calculation  of  density  as  a  function  of  the  total  dissolved 
solids  as  well  as  temperature. 

A  significant  proportion  of  this  study  concentrated  on  sensitivity 
studies.  Effects  of  changing  nutrient  concentrations  in  the  inflow  and  depth 
of  light  penetration  in  the  impoundment  were  evaluated,  because  of  the  limited 
input  data  available  for  these  variables.  Sensitivity  studies  also  included 
evaluation  of  the  impact  of  the  magnitude  of  peak  inflows,  use  of  a  flood 
control  service  gate  instead  of  the  multilevel  intake  structure  for  all  down¬ 
stream  releases,  decreased  upstream  phosphate  concentrations  due  to  improved 
waste  treatment  and  analysis  of  the  impact  of  algal  photosynthesis  and 
respiration. 


3 


/ 


The  major  objective  of  the  contract  was  to  determine  probable  biological 


conditions  expected  in  Lincoln  Lake  under  several  alternative  modes  of 
operation. 

Mississippi  River  Study.  The  Mississippi  River  near  St.  Louis  was 
studied  [5]  using  a  significantly  modified  version  of  the  original  river 
ecologic  model.  The  modifications  included  adding  the  same  water  quality 
parameters  and  segmented  branching  structure  used  in  the  Boise  River  model  but 
maintaining  the  implicit  solution  technique  used  in  the  original  model. 
Capability  was  added  to  allow  the  user  to  use  natural  channel  geometry 
instead  of  the  trapezoidal  channel  geometry  used  on  previous  studies. 

The  modified  model  will  be  used  to  evaluate  the  impact  on  water  quality 
of  various  future  water  resource  alternatives.  One  of  the  primary  study 
objectives  was  to  evaluate  the  resultant  water  quality  impact  on  the  receiving 
water  due  to  urban  storm  drainage  practices. 

After  calibrating  the  Mississippi  River  model,  an  actual  interface  was 
accomplished  between  the  results  of  an  urban  storm  model  [26]  and  the  results 
of  the  river  ecologic  model  [5].  This  study  used  a  steady-flow  modeling 
approach  and  the  results  show  an  upper  envelope  or  maximum  expected  curve 
for  river  concentrations  of  specific  parameters  versus  river  mile. 

RECENT  ADVANCES 

Reservoir  Routines.  The  US  Army  Corps  of  Engineers'  Waterways  Experiment 
Station  (WES)  at  Vicksburg,  Mississippi  has  contributed  significantly  to  the 
state-of-the-art  in  reservoir  hydrodynamics  through  laboratory  flume  analysis 
and  physical  (hydraulic)  modeling  studies.  WES  research  has  led  to  the 
development  of  an  empirical  equation  to  predict  the  reservoir  withdrawal 
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pattern  as  a  function  of  the  reservoir  water  density  profile  and  the  physical 
conditions  of  the  reservoir  and  the  release  structure.  This  research  has 
been  documented  periodically  as  improvements  in  the  technique  have  been 
developed  [27,  28,  29]. 

More  recently  WES  researchers  have  been  developing  a  comprehensive 
understanding  of  the  hydrodynamics  of  inflow  mixing  at  a  tributary  inflow 
point.  They  have  also  formulated  an  empirical  method  of  accounting  numerically 
for  this  internal  mixing. 

These  two  areas  of  research  are  presently  being  incorporated  into  the 
Chen-Orlob  reservoir  ecologic  model  and  will  soon  be  available  for  use  in 
practical  applications  of  the  model. 

River  Routines.  The  original  version  of  the  river  ecologic  model  was 
developed  for  steady-state  flow  analysis.  The  jjiodel  can  account  for  time- 
variant  discharge  but  does  not  have  capability  to  hydrologically  or  hydraulically 
route  the  streamflow.  Water  quality  studies  are  often  contemplated  for 
areas  where  capability  for  analysis  of  the  hydrodynamics  of  the  actual  changes 
in  streamflow  would  be  extremely  beneficial.  Examples  of  conditions  that 
suggest  the  need  for  hydrodynamic  routing  occur  below  hydropower  plants  and 
in  areas  being  studied  for  storm  water  pollution. 

Recognizing  an  important  use  of  the  Norton  river  ecologic  model  for 
evaluation  of  the  impact  of  urban  storm  runoff  on  receiving  water  quality,  the 
US  Army  Corps  of  Engineers'  Hydrologic  Engineering  Center  (HEC)  has  contracted 
to  have  dynamic  flow  routing  routines  added  to  the  model.  The  contractor  is 
developing  the  program  logic  to  provide  the  user  with  options  for  either 
St.  Venant  equations,  kinematic  wave,  Muskingum,  or  Modified-Puls  methods  of 
flow  routing.  Other  research  is  in  progress  to  derive  criteria  to  define 


the  conditions  under  which  one  of  these  methods  should  be  selected  over  the 
other  methods. 


River-Reservoir  Systems.  The  development  of  final  documentation  of 
the  model  used  on  the  Trinity  River  study  was  postponed  from  the  time  of 
completion  of  the  study  (August  1973)  until  a  later  date  to  allow  time  for 
several  model  modifications  to  be  made.  While  the  study  was  in  progress, 
it  was  obvious  that  the  model  input  requirements  needed  to  be  simplified 
to  accept  as  much  or  as  little  input  data  as  is  available.  This  modification 
required  either  a  major  restructuring  of  the  model  or  development  of  a  pre¬ 
processor  to  manipulate  and  in  some  cases  generate  the  required  input  data. 

The  latter  method  hasthe  significant  advantage  of  being  used  as  a  data  editor. 

The  HEC  has  recently  completed  development  of  the  pre-processor  (data 
editor-generator)  and  the  final  program  documentation.  This  documentation, 
"Water  Quality  for  River-Reservoir  Systems"  (WQRRS)  [30],  combines  a  detailed 
description  of  the  concepts  of  the  river  and  reservoir  water  quality  models, 
an  example  application  problem  including  input  and  output,  and  the  input 
description  of  the  data  editor-generator  which  in  turn  prepares  the  input 
data  for  both  water  quality  models. 

SPECIAL  ADAPTATIONS 

Lakeport  Lake  Study.  Late  in  1973  there  was  a  need  for  a  water  quality 
study  on  the  proposed  Lakeport  Lake  in  northern  California  [6].  This 
impoundment  consisted  of  two  independent  inflow  tributaries  or  branches  as 
shown  in  figure  3.  The  impoundment  will  have  no  significant  mixing  pool. 

The  intake  structure  is  to  be  located  on  the  north  branch  near  the  dam. 

Since  the  water  quality  in  each  branch  may  be  quite  different,  analysis 
required  simultaneous  solution  of  the  two  reservoirs.  During  the  major  runoff 


11 


/ 


season,  the  larger  inflow  in  the  smaller  (based  on  volume)  northern  branch 
causes  a  resultant  interflow  to  the  south  branch.  The  interflow  causes  water 
of  differing  quality  at  each  level  of  the  reservoir  to  mix.  The  quality  of 
the  mixture  at  each  level  can  then  generate  an  unstable  density  profile  causing 
a  vertical  advective  circulation  near  the  intake  structure  in  the  north  branch. 

Another  Interesting  aspect  of  this  study  was  the  need  to  evaluate  the 
feasibility  of  using  either  destratification  or  reaeration  equipment.  The 
model  was  modified  to  evaluate  the  water  quality  impact  of  either  pumping 
water  from  a  specified  depth  to  the  surface  to  be  aerated  and  returned  to  its 
original  depth,  or  releasing  a  specified  rate  of  air  bubbles  from  a  low  level 
diffuser  to  either  increase  oxygen  concentrations  at  the  lower  levels  of  the 
lake  or  actually  causing  overturn  of  the  lake.  Accounting  for  known  pumping 
costs  of  either  water  or  air,  the  water  quality  benefits  can  be  examined  and 
compared  against  the  cost  incurred. 

Optimized  Intake  Structure  Operation.  An  attempt  was  recently  made  to 
develop  guidelines  for  operating  a  multilevel  reservoir  intake  structure  [31]. 
The  contractor  interfaced  the  Chen-Orlob  reservoir  ecologic  model  (i.e.,  the 
version  used  on  the  Tocks  Island  study)  with  a  non-linear  optimization  routine 
developed  at  the  University  of  Texas  [32]  and  a  water  quality  index  criteria 
(WQI )—  developed  by  the  National  Sanitation  Foundation  [33,  34,  35]. 

The  modified  model  evaluates  various  operation  procedures,  selected  at 
random,  in  order  to  optimize  the  reservoir  and  the  discharge  water  quality 
as  defined  by  the  WQI.  The  gate  operation  was  only  changed  at  one  week 

V  WQI  is  a  single  index  between  zero  and  one  hundred  that  defines  water 
quality  as  an  additive  function  of  pH,  dissolved  oxygen,  fecal  coliform, 
nitrates,  phosphates,  temperature,  turbidity,  total  dissolved  solids,  and 
five-day  biochemical  oxygen  demand. 


intervals,  thereby  allowing  for  realistic  operation  constraints. 

The  resulting  model  was  tested  using  the  data  for  the  proposed  Tocks 
Island  Lake.  Since  there  was  no  observed  data,  the  model  has  yet  to  be 
verified.  Verification  should  be  completed  at  an  existing  reservoir  where  the 
management  is  willing  to  operate  the  project  as  suggested  by  the  model  and 
compare  the  results  of  the  reservoir  and  discharge  water  quality  against  the 
predicted  results  from  the  model. 

Research  in  Progress.  Several  additional  major  research  efforts  are 
presently  either  in  progress  or  being  considered  for  the  WQRRS  model.  The 
most  comprehensive  research  in  progress  with  the  WQRRS  model  includes  a 
detailed  evaluation  of  all  chemical-biological  interrelationships  and  major 
modification  of  the  biological  food  web. 

Other  major  research  on  the  WQRRS  model  under  consideration  is  the 
development  of  capability  to  analyze  anaerobic  conditions.  While  the  present 
model  is  basically  an  aerobic  model,  it  has  previously  been  applied,  with 
some  minor  modifications,  to  anaerobic  reservoirs.  These  applications 
definitely  demonstrated  the  need  for  a  more  refined  analysis  when  anaerobic 
conditions  are  encountered. 

GENERALIZED  MODEL 

Several  versions  of  the  Chen-Orlob  reservoir  ecologic  model  and  the 
Norton  river  ecologic  model  have  been  previously  discussed.  While  each  version 
has  slight  differences,  in  general  the  models  all  use  the  same  concepts  to 
describe  the  reservoir  or  river  hydrodynamics  and  the  interrelationships 
between  the  various  physical,  chemical  and  biological  water  quality  parameters. 

A  need  exists  for  a  river-reservoir  water  quality  model  which  is 
continuously  updated  and  maintained  with  the  best  available  concepts.  The 


input  to  the  pre-processor  should  be  maintained  as  constant  as  possible  even 
when  the  output  from  the  pre-processor  must  be  modified  to  interface  with 
modified  water  quality  routines.  The  documentation  should  be  updated 
regularly  (e.g.,  every  12  months). 

The  "Water  Quality  for  River-Reservoir  Systems"  (WQRRS)  model  [30]  is  an 
initial  attempt  by  HEC  to  meet  these  needs.  The  current  program  package 
being  distributed  includes  both  the  pre-processor  and  the  water  quality  model 
originally  used  on  the  Trinity  River  study.  This  WQRRS  model  has  undergone 
extensive  developmental  work  to  update  the  program  as  better  techniques  have 
been  advanced. 

This  generalized  model  includes  most  of  the  same  concepts  as  the  models 
used  on  the  Tocks  Island  Lake  [1],  Lake  Koocanusa  [2]  and  Lincoln  Lake  [4] 
studies.  The  exceptions  are  basically  of  two  types:  (1)  specific  changes 
for  a  particular  reservoir  intake  design,  and  (2)  changes  for  calculating 
water  density  as  a  function  of  total  dissolved  solids  and  suspended  sediment 
as  well  as  temperature.  The  first  exception  cannot  be  generalized  and  may 
possibly  require  modifications  for  each  specific  design.  The  second  exception 
is  presently  being  added  to  the  WQRRS  model  by  the  WES  along  with  the  inclusion 
of  the  WES  withdrawal  distribution  and  inflow  mixing  functions.  These  latter 
modifications  will  make  the  reservoir  routines  of  the  WQRRS  model  more  advanced 
than  the  other  versions. 

The  WQRRS  model  presently  has  a  different  structural  concept  than  that  used 
in  the  models  on  the  Boise  River  [3]  and  Mississippi  River  [5]  studies.  The 
WQRRS  package  is  presently  being  modified  to  include  the  concepts  used  in 
these  studies  with  the  unique  addition  of  the  hydrodynamic  routing  techniques 
previously  discussed. 
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The  present  WQRRS  model  requires  analysis  of  all  18  water  quality 
parameters  even  when  a  particular  study  may  involve  fewer  parameters.  However, 
modifications  are  in  progress  to  allow  optional  "groups  of  parameters"  to  be 
selected  for  analysis  by  the  user. 

The  HEC  has  been  distributing  the  WQRRS  model  on  request  and  provid-'ng 
assistance  to  users  trying  to  understand  the  models'  concepts  or  required  in¬ 
put.  The  program  has  been  tested  on  UNIVAC  1108,  CDC  7600,  and  Honeywell  600 
equipment. 

It  is  not  intended  to  ever  include  in  the  WQRRS  model,  the  capability 
of  the  models  used  for  the  Lakeport  Lake  Study  [6]  or  the  intake  structure 
operation  study  [31],  These  models  can  be  obtained  from  the  HEC  if  requested 
for  a  specific  application  or  research  study  but  will  not  be  distributed  in 
general . 


CONCLUSION 

The  rapidly  increasing  need  for  comprehensive  water  quality  computer  models 
has  become  evident.  These  models  must  be  capable  of  analysis  of  river  basins 
including  both  river  and  reservoir  elements.  Advantages  are  apparent  for 
system  models  which  are  compatible  between  the  river  and  reservoir  routines 
and  capable  of  interfacing  results  from  each  other. 

The  WQRRS  model  or  other  versions  also  developed  by  Dr.  Vob,  Dr.  Chen, 
and  Mr.  Norton  have  been  used  under  various  geographical,  hydrological, 
meteorological  and  physical  conditions.  The  various  applications  discussed 
demonstrate  the  numerous  types  of  potential  uses  for  a  generalized  water 
quality  model.  The  need  exists  for  such  a  model  to  be  readily  available,  and 
consistently  and  continuously  maintained. 
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The  ability  to  maintain  a  state-of-the-art  generalized  water  quality 
model  requires  (1)  communication  of  recent  technical  advances  to  model  users, 
(2)  application  of  the  generalized  model  to  various  project  sites  and  unique 
conditions,  and  (3)  the  willingness  to  provide  assistance  to  potential  users 
through  individual  or  group  training. 

The  HEC  continuously  updates  the  WQRRS  generalized  water  quality  model 
based  on  the  advantages  of  water  quality  research  work  brought  to  their 
attention.  The  documentation  for  the  generalized  model  is  continuously 
updated  and  made  available  on  request.  Assistance  in  understanding  the 
model's  concepts  and  the  required  input  data  is  provided  individually  and 
through  annual  training  courses. 

ACKNOWLEDGEMENTS 

The  author  wants  to  express  appreciation  to  all  the  individuals  who 
have  kept  him  informed  about  their  specific  applications  in  various  regions 
of  the  country.  Also  special  thanks  are  extended  to  Dr.  Carl  W.  Chei.  of  Tehra. 
Tech,  Lafayette,  California,  who  has  contributed  many  hours  to  discussing 
advantages  and  disadvantages  of  changes  considered  or  proposed  for  incorpora¬ 
tion  into  the  WQRRS  model.  Finally,  recognition  is  given  for  the  never  failing 
encouragement  and  support  provided  during  the  last  three  years  by  the  author's 
supervisors,  Messrs.  Tony  Thomas,  Bill  Eichert,  Ed  Story  and  Vern  Hagen.  With¬ 
out  the  assistance  of  all  the  aforementioned  the  chance  would  not  exist  to 
document  the  interrelationship  of  past  accomplishments  of  numerous  individuals, 
the  present  research  efforts  in  progress,  and  the  future  research  anticipated. 


1? 


appendix  i. —references 


1.  Glanz,  0.  J. ,  G.  T.  Rrloh,  and  R.  K.  Young,  'Tcologic  Simulation, 

Tocks  Island  Lake,"  Final  Report  to  HA  Arriy  Toros  of  Engineers, 

Philadelphia  District,  ’>!ater  Resources  Engineers,  Springfield,  Virginia, 
February  1173. 

2.  Chen,  Carl  and  G.  T.  Orlob,  "Ecologic  Study  of  Lake  Koocanusa  Libby 
Dam,"  Final  Report  to  MS  Army  Corps  of  Engineers,  Seattle  district, 

Hater  Resources  Fnqineers,  Walnut  Creek,  California,  January  1173. 

3.  Chen,  Carl  W. ,  and  J.  T.  Wells,  "Boise  River  Water  ^ual ity-Ecologic  uod»1 
for  Hrban  Planning  Study,"  Tetra  Tech,  Lafayette,  California,  ’larch  1174. 

4.  Glanz,  D.  >1.,  and  R.  T.  Orlob,  "Fcolonical  Studies  for  Lincoln  Lake, 
Illinois,"  Final  Report  to  'JS  Army  Corps  of  Enoineers,  Louisville  District, 
Water  Resources  Engineers,  Springfield,  Virginia,  December  1173. 

5.  Chen,  Carl  W. ,  Shonh  S.  Lee  and  John  T.  "ells,  Jr.,  "Corps'  'at--  lualitv 
Model  Modified  for  Application  to  the  “ississinpi  River  Hear  St.  Louis," 
Presented  at  American  Society  of  Civil  Engineers  Annual  Conference,  Hew 
Orleans,  April  14-13,  117S. 

S.  Chen,  Carl  ,  Shonh  S.  Lee  and  Marc  ".  Lorenzen,  "Water  Oualitv  Study 
for  the  Proposed  Lakeport  Lake,"  Final  Report  to  WS  Army  CorDS  of 
Engineers,  Sacramento  D1  strict,  Tetra  Tech,  Lafavette,  California,  ^unust 
1174. 

7.  "Water  Ouality  Study  of  the  Trinity  River,"  HS  Armv  Corps  of  Enoineers, 

Fort  Worth  District,  H73. 

°.  Lorenzen,  Marc  u.  and  J.  T.  'Tells,  "Snake  °iver  Hater  Ouality 

Simulation  'Mth  Alternative  Waste  Oischarges,"  in  progress  for  National 
Commission  on  Water  Ouality. 

9.  Baca,  R.  G. ,  et  al . ,  "Application  of  a  Water  Ouality  Simulation  Model 
to  American  Falls  Reservoir,"  Final  Draft  Report  to  Environmental 
Protection  Agency,  Seattle,  Washington,  1174, 

10.  Bloomfield,  R.  A.,  et  al . ,  "Aquatic  Modeling  in  the  Eastern  Deciduous 
Forest  Blome,  H.S.  International  Biolonical  Prooram,"  Workshop  Proceedings 
of  “odelino  the  Eutrophication  Process,  Mtah  State  "niversitv  and 
Environmental  Protection  Agency,  November  1173,  pp.  13R-15B. 

11.  Di  Toro,  D.  M. ,  D.  J.  O'Connor  and  R.  V.  Tbomann,  "A  Ovnamic  Model  of 
Phytoplankton  Populations  in  Natural  Waters,"  Environmental  Fngineering 
and  Science  Program,  Manhatten  College,  Bronx,  New  York,  June  1°70. 


1?.  Feigner,  K.  d,  and  N.  A.  Jaworsl: i ,  "Mathematical  ’’odnl  Annotations  for 
'■'ater  Huai i tv  Management  in  the  "ntnmac  Fstuarv,"  in  International 
Symposium  on  Mathematical  Modelinn  Techniques  in  ''a ter  'Vsot irces 
Systems,  ASIT,  K.  Riswas  (ed.),  Ottawa,  Mav  1^7?,  op.  120-139. 

13.  Harper,  M.  F.  ,  "development  and  Ar>nl icat.ion  of  a  ’Vil t.i -narametric 
Mathematical  Model  of  Mater  Oualitv,"  Ph.n,  Thesis,  University  of 
Washington,  June  1 ^7° . 

14.  Hydroscience,  Inc.,  "Limnolonical  Systems  Analysis  of  Great  Lakes,  phase 
I,  demonstration  Model,"  Report  to  the  Great  Lakes  Rasin  Fommission, 

March  1973. 

15.  Lombardo,  P.  S.  and  d.  d.  Franz ,  "Mathematical  Model  of  Mater  duality 
in  Rivers  and  Imooundments ,"  Hvdrocomp,  Inc.,  Palo  Alto,  California, 
december  197?. 

15.  Hewbold,  J.  d.  and  J.  A.  Linoett,  "Oxygen  depletion  Model  for  Cayuqa 
Lake,"  Journal  of  the  Environmental  Engineering  division,  American 
Society  of  Civil  Fnqineers ,  Vol.  100,  EE1 ,  February  1974,  no.  41-59. 

17.  Park,  R.  A.,  et  al . ,  "A  Generalized  Model  for  Simulation  Lake  Ecosystems," 
A  preprint  accepted  for  oublication  in  Simulation,  1°74. 

1R.  Thomann,  R.  A.,  et  al . ,  "Mathematical  Modeling  of  Eutrophication  of 
Large  Lakes,"  in  First  Annual  Report  of  the  Environmental  Protection 
Agency  IFYCL  Projects  on  Lake  Ontario,  EPA  S50/3-7i-n?l ,  december  ln73. 

1°.  Chen,  Carl  '■!.  and  Gerald  T.  drlob,  "Ecologic  Simulation  for  Aquatic 

Environments,"  First  Annual  Report  to  Office  of  Mater  Resources  Research, 
'later  Resources  Engineers,  Walnut  Creek,  California,  August  1971. 

(Final  Report,  december  1972). 

2d.  "Mathematical  Modeling  of  Matural  Systems,"  Training  course  manual  for 
Summer  Institute  in  Mater  Pollution  Control  sponsored  by  FPA,  Preoar^d 
by  Manhattan  College,  "sw  York,  flew  York,  May-,iune  197?. 

21.  "Stream  and  Fstuarine  Analysis,"  Training  course  manual  for  Summer 
Institute  in  Water  Pollution  Control  sponsored  bv  FPA,  Preoared  by 
Manhattan  College,  "lew  York,  Hew  York,  May- June,  1979. 

22.  Chen,  Carl  W. ,  "Concents  and  utilities  of  Ecologic  Model,"  Journal  of 
Sanitary  engineering  division,  American  cociety  of  Civil  Fnqineers , 

Vol.  95,  Ho.  SA5 ,  October  1979. 

23.  Lombardo,  Pio  $. ,  "Critical  Review  of  Currently  Available  Mater  duality 
Models,"  Hydrocomp,  Palo  Alto,  California,  July  1°73. 

24.  Waterways  Experiment  station,  personal  communication,  uater  duality  and 
Ecologic  Modeling,  MFSYS ,  Hovember  4,  1 °74 . 


in 


25.  Kina,  Ian  P. ,  "A  River  Rasin  Ecologic  Model,"  final  nenort  to  hs  Army 
Corps  of  Engineers,  Hydrologic  Engineering  Center,  ''ater  Resources 
Engineers,  Walnut  Creek,  California,  August  1073. 

26.  Roesner,  L.  A.,  et  al . ,  "A  Model  for  Evaluating  Riinoff-Oual i t y  in 
Metropolitan  Master  Manning,"  American  Society  of  Civil  Engineers  Urban 
Hater  Resources  Research  Program,  Technical  Memorandum  Mo.  23,  April 
1074. 

27.  Rohan,  J.  P.  and  J.  L.  Qrace,  Jr.,  "Mechanics  of  Flow  from  Stratified 
Reservoirs  in  the  Interest  of  Hater  Quality, "  >•$  Army  Engineers 
Waterways  Experiment  Station  Technical  Report  H-60-10,  July  lOfio. 

20.  Rohan,  J.  P.  and  T.  L.  Oloriod,  "Simultaneous,  Multiple-Level  Release 
from  Stratified  Reservoirs,"  US  Army  Engineers  Waterways  Exneriment 
Station  Technical  Report  H-72-3,  December  1077. 

20.  Bohan,  J.  P.  and  J.  L.  Brace,  Jr.,  "Selective  withdrawal  from  Man-Vade 
Lakes,"  US  Army  Engineers  Haterwavs  Experiment  Station  Technical  Report 
H-73-4 ,  March  1073. 

30.  "Water  Duality  for  River- Reservoir  Systems,"  Computer  Program  Documenta¬ 
tion,  US  Army  Corps  of  Engineers,  Hydrologic  Engineering  Center,  Davis, 
California,  July  1074. 

31.  Kaplan,  E.  and  J.  E.  Edinger,  "Reservoir  Optimization  for  Mater  Duality 
Control,"  University  of  Pennsylvania,  1074. 

32.  Staha,  p.  L.,  "Documentation  for  Program  COMET,  A  Constrained 
Optimization  Code,"  University  of  Texas,  Austin,  Texas,  April  1073. 

33.  Brown,  R.  M. t  et_al .  ,  "A  Water  Oualitv  Index  -  Do  We  Dare?,"  Mater 
and  Sewage  Works,  1070. 

34.  Brown,  n.  M. ,  et  al . ,  "A  Mater  Quality  Index  -  Crashing  the  Psychological 

Barrier,"  Indicators  of  Environmental  Duality,  Plenum  Press,  Mew  York, 
!072.  *“ 

35.  Brown,  R.  ’L  ,  et  al . .  "Validating  the  Water  Oualitv  Index,"  American 
Society  of  Civil  Engineers  National  Water  Resources  Engineering  Meeting, 
Washington,  D.C.,  January  1073. 


9n 


/ 


TECHNICAL  PAPERC 


Technical  papers  are  written  by  the  staff  of  the  HEC,  sometimes  in 
collaboration  with  persons  from  other  organizations,  for  presentation 
at  various  conferences,  meetings,  seminars  and  other  r>rofessional 
gatherings.  . 


#  1 

#  2 

#  3 

#  4 

#  5 

#  6 

*  7 

#  R 


#  9 

#10 

#11 

#12 


Use  of  Interrelated  Records  to  Simulate  streamflow,  Leo  R. 
Beard,  December  1964,  22  pages. 

Optimization  Techniques  for  Hydrologic  Enoineerinn,  Leo  R. 
Beard,  April  1966,  26  pages. 

Methods  of  Determination  of  Safe  Yield  and  Compensation  Water 
from  Storage  Reservoirs,  Leo  R.  Beard,  Auoust  1965, 

21  panes. 

Functional  Evaluation  of  a  Water  Resources  Svstem,  Leo  R. 
Beard,  lanuarv  1967,  32  panes. 

Streamflow  Synthesis  for  Unnaned  Rivers,  Leo  R.  Beard, 

October  1967,  27  napes. 

Simulation  of  Daily  Streamflow,  Leo  P.  Roard,  April  1968, 

19  panes. 

nilot  Study  for  Storane  Renuirements  for  Low  Flow  Aunmenta- 
tion,  A.  .1.  Fredrich,  Anril  1963,  30  naoes. 

Worth  of  Streamflow  Data  for  Droject  Desinn  -  A  Pilot  Study, 
D.  R.  Oawdv,  II.  E.  Kubik,  L.  R.  Beard,  and  E.  R.  Close, 
Anril  1968,  20  panes. 

Economic  Evaluation  of  Reservoir  System  Accomollshments, 

Leo  R.  Reard,  May  1968,  22  panes. 

Hvdrolooic  Simulation  in  Hater-Yield  Analvsis,  Leo  R. 

Beard,  1964,  22  panes. 

Survey  of  Programs  for  water  Surface  Profiles,  Bill  S. 
Eichert,  August  1968,  39  pages. 

Hvnothetlcal  Flood  Computation  for  a  Stream  Svstem,  Leo 
R.  Beard,  Aorll  1968,  26  pages. 


/ 


Price 
.00  each 


TECHNICAL  PAPERS  (Continued) 


Price 

$2.00  each 


#13  Maximum  Utilization  of  Scarce  Data  in  Hydroloqic  Design, 

Leo  R.  Beard  and  A.  J.  Eredrlch,  March  1969,  20  panes. 

#14  Techniques  for  Evaluatlnq  Lonq-Term  Reservoir  Yields, 

A.  J.  Eredrlch,  February  1969,  36  panes. 

#15  Hvdrostatistlcs  -  Principles  of  Application,  Leo  R.  Beard, 
July  1969,  18  pages. 

#16  A  Hydroloqic  Water  Resource  System  Model inq  Techniques, 

L.  G.  Hulman  and  D.  K.  Erickson,  1969,  42  pages. 

#17  Hydrologic  Engineering  Techniques  for  Regional  Water 

Resources  Planning,  Auqustlne  J.  Fredrich  and  Edward  E. 
Hawkins,  October  1969,  30  paqes. 

#18  Estimating  Monthly  Streamflows  Within  a  Region,  Leo  R. 

Beard,  Augustine  J.  Fredrich,  Edward  E.  Hawkins,  January 
1970,  23  pages. 

#19  Suspended  Sediment  Discharqe  in  Streams,  Charles  E.  Abraham, 
April  1969,  24  pages. 

#20  Computer  Determination  of  Flow  Through  Bridges,  Bill  S. 
Elchert  and  John  Peters,  July  1970,  32  paqes. 

#21  An  Approach  to  Reservoir  Temperature  Analysis,  L.  R.  Beard 
and  R.  G.  Willey,  April  1970,  31  pages. 

#22  A  Finite  Difference  Method  for  Analyzinq  Liquid  Flow  In 
Variably  Saturated  Porous  Media,  Richard  L.  Cooley, 

April  1970,  46  paqes. 

#23  Uses  of  Simulation  in  River  Basin  Planning,  William  K. 
Johnson  and  E.  T.  McGee,  Auqust  1970,  30  Danes. 

#24  Hydroelectric  Power  Analysis  in  Reservoir  Systems,  Auoustine 
J.  Fredrich,  August  1970,  19  panes. 

#25  Status  of  Water  Resource  Systems  Analysis,  Leo  R.  Beard, 
January  1971,  14  panes. 

#26  System  Relationships  for  Panama  Canal  Water  Sunnlv, 

Lewis  G.  Hulman,  April  1971,  18  paops. 

This  publication  is  not  available  to  countries  outside  of 
the  £/..*>. 


TECHNICAL  PAPERS  (Continued) 


Price 

$2 .OH  each 


#27  Systems  Analysis  of  the  Panama  Canal  Water  Supply.  David  C. 

Lewis  and  Leo  R.  Beard,  April  1971,  14  panes. 

This  publication  ia  not  available  to  countries  outside  of 
the  U.S. 

#28  Digital  Simulation  of  an  Existing  Water  Resources  System, 
Augustine  J.  Fredrich,  October  1971,  32  pages. 

#29  Computer  Applications  in  Continuing  Education,  Augustine  J. 

Fredrich,  Bill  S.  Elchert,  and  Darryl  W.  Davis,  January 

1972,  24  pages. 

#30  Drought  Severity  and  Water  Supply  Dependability,  Leo  R.  Beard 
and  Harold  E.  Kubik,  January  1972,  22  pages. 

#31  Development  of  System  Operation  Rules  for  an  Existina  System 
by  Simulation,  C.  Pat  Davis  and  Augustine  J.  Fredrich, 

August  1971,  21  pages. 

#32  Alternative  Approaches  to  Water  Resource  System  Simulation, 

Leo  R.  Beard,  Arden  Weiss,  and  T.  A1  Austin,  May  1972, 

13  pages. 

#31  System  Simulation  for  Integrated  Use  of  Hydroelectric  and 

Thermal  Power  Generation,  Augustine  J.  Fredrich  and  Leo  R. 
Beard,  October  1972,  23  pages. 

#34  Optimizing  Flood  Control  Allocation  for  a  Multipurpose 
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#57  Flood  Damaqe  Assessments  Using  Spatial  Data  Management 

Techniques,  Darryl  W.  Davis  and  R.  Pat  Webb,  May  1978, 

30  pages. 

#58  A  Model  for  Evaluating  Runoff-Duality  in  Metropolitan 
Master  Planning,  L.  A.  Roesner,  H.  M.  Nichandros, 
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#85  Feasibility  Analysis  in  Small  Hydropower  Hanninn,  Qarrvl 
W.  Davis  and  Brian  ",  Smith,  Aunust  1979,  panes. 
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